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LIGHT BREEDS OF HORSES 


Office of Agricultural Instruction in cooperation with the Bureau of Animal Industry, United States Department of 

Agriculture, Washington, D. C. 


AMERICAN SADDLE STALLION 

Weight, 1,000-1,200 lbs. Height, 15-16 hands 

Used as a saddle horse 


THOROUGHBRED STALLION 

Weight, 1,000-1,200 lbs. Height, 15-16 hands 

Used as a running race horse 


ARABIAN STALLION 

Weight, 950-1,000 lbs. Height, 14-15.1 hands 


MORGAN STALLION 

Weight, 1,000-1,200 lbs. Height, 15-16 hands. 

Used as a general purpose horse 


STANDARDBRED STALLION 

Weight, 900-1,300 lbs. Height, 15-16 hands 

Used as a trotting and harness horse 
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